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        For Peter Parker, working for
        The Daily Bugle

        newspaper could be tough. But being Spider-Man
 seemed to be the toughest job of all.  
      

      
        Peter knew what came with being a Super
Hero.
        Great power. Great responsibility.

        And great dangers . . .
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        While Peter was at work,
        strange experiments

        were happening across town. 
      

      
        Thats
        Doctor Octopus,
         said one guard to another.
 “They call him that because of the special machine
 wrapped around his waist.
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        Doctor Otto Octavius
        was a brilliant atomic
 researcher. He created artificial arms that helped
 him handle radioactive chemicals from far away.
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        Suddenly, an alarm rang out and a
huge
        chemical explosion
        rocked the lab!
      

      
        Not even Octaviuss robotic arms could save
 him from being exposed to the radiation.
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        Dr. Octavius barely survived the explosion.
        He awoke
 in the hospital with doctors surrounding his bed. They told
 him he needed to rest.
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        Then the doctors said that his brain had been permanently
 damaged by the blast. Even worse, the radiation had caused
 the robotic limbs to become part of his body
        forever.
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